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QUOTATION 


DATE: 31-08-2019 


To: QATAR BUILDING COMPANY 

QBC Head Office, 306 Airport Road, PO Box 1985, Doha, Qatar 
T: +974 4462 5555/56 | F: +974 4462 5522/44 


Attn.: Mr. V.Parthasarathi 

Procurement Officer 


Dear Sir, 


We are pleased to quote our best prices against your inquiry for the following items. 


# 

DESCRIPTION 

Price 

Unit 

Qty. 

Amount 

1 

UPVC Drainage Pipe 6"x5.8m 
ORANGE COLOR 

63 

Nos. 

70 

4,410.00 













TOTAL AMOUNT 

4,410.00 

Four Thousand Four Hundred & Ten QATAR RIYALS ONLY. 


We hope our offer will meet your approval. 


With Best Regards, 


NAEEM UL HASSAN | Sales & Marketing Executive 

Tel.+974 44444856 | Fax.+974 44367924 | Mob. +974 30493411 

Building 230, Street (1), New Industrial Area, Zone 81, Doha - State of Qatar 

www.bgfplast.com - BGFPLASTS@Gmail.com 



















